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April 3, .1893. 


Superintendent Mint U. 3., 


Philadelphia, Patina. 


Sir: 


I /fould respectfully call yoar attention to the fact that the 


cutting machine belonging to the laboratory of this Bureau, loaned 


you for use at the Annual Assay, has not been returned. As it is 


needed, it is very desirable that it should be returned /Jitnout 


further delay. 


Respectfully yours, 



Director of. 








9 

























NARA RG104, Entry 1, Box 180 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 

April 3, 1893 

Superintendent Mint U.S., 
Philadelphia, Penna. 

Sir: 


I would respectfully call your attention to the fact that the cutting machine belonging to 
the laboratory of this Bureau, loaned you for use at the Annual Assay, has not been returned. As 
it is needed, it is very desirable that it should be returned without further delay. 

Respectfully yours, 

E.O. Leech 
Director of the Mint. 



